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LA SALLE STREET STATION, CHICAGO £ 
La Salle Street Station is located on Van £ 
Buren Street between La Salle and Sherman h 
S treets. It is the Chicago terminal for the fol- 2 
lowing roads: Chicago, Rock Island & Pacific, «j 
New York Central and New York, Chicago => 
and St. Louis (Nickel Plate). o 


< 

o 

H 

«/> 

o 


POST CARD 


PLACE 

STAMP 

HERE 

1B-H2I0I 



r run 



110—La Salle Street Station, Chicago 






















